USDA 



United Slates Department of Agriculture 
Animal and Planl Health Inspection Service 

Inspection Report 


AO¥TCHS 

90161350520454 Inspjd 


Cedar Cove Feline Park Inc 
37S3 K-fiS Hwy 
Loulsfcorg, KS 66053 

Siler 001 

C&SarC&te FeIiik Ft>H Inj 


Customer ID; 6HS 
Certificate 4&-C-0HS 


Type ROUTINE INSPECTION 
Dale Mar-29-2016 


No ron-compiiant items idenliiied during this inspection 

The inspector* and an e*il Interview were conducted with a lacihly representative. 


Prepared By; 
Title; 

Received By: 
Title; 


AMANDA OWENS, D.V.M. 


AM AN DA J OWENS, D. V. M, USDA , APH IS, Animal Care 

VETERINARY MEDICAL OFFICER Inspector 6033 


(b)(6), (b)(7)(c) 
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Date: 

Mar-30-2016 
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